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all the parts of the large one be perfectly at right angles, otherwise the pointing cannot be exact.
Next make what is known as the height-measure for the small model, in the following way. Take a well-planed lath, which must be as long as the distance from the plinth of the model to the point at which the chassis is placed above the horse. If the measurement from the base of the plinth to the top of the head of the horse is 19^ inches, the chassis will have been placed at about 21 inches, so the lath must have this length, plus the width of the wood of the chassis (| of an inch) or 2 if inches. This lath must be fixed on a transverse piece of wood as indicated in Fig. 58,
This measure made, divide it into inches, etc., on either side.
The height-measure for the enlargement will be made in exactly the same way, always having the proportions and divisions four times larger.
We next turn our attention to the making of what are known as the measuring-sticks, one for the model and one for the enlargement.
FIG. 58.